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SUBJECT: GERMAN GRINDING TURBINE TO POLAND - IL 1016 

REFS: A. COCOM DOC (75) 1 199 
B. STATE 167990 

1. GERMAN DEL RESPONDS TO QUESTIONS POSED 
REFTEL AS FOLLOWS: 

"THE SPINDLE RUN OUT ACCURACY PARAMETER OF THE GRINDING 
TURBINE IS 0.003 MM. THE PEAK TO PEAK VALUE (MEASURED 
ACCORDING TO THE NEW DEFINITION FOR ITEM 1016(A) PROPOSED 
BY THE UNITED STATES DELEGATION IN COCOM DOC.REV(74) 
1016/4) IS 0.00014 MM. THE SPINDLE DIAMETER BEING 7 MM, 

THE CALCULATION IS: 

7 X 2 X 10 TO THE FIFTH MM TIR EQUALS 0.14 MICRON OR 0.00014 
MILLIMETERS. 

THUS, THE SPINDLE RUN OUT ACCURACY PARAMETER IS GREATER 
THAN THE PEAK TO PEAK VALUE ACCORDING TO (A)(2) OF THE 
ABOVE REFERENCED UNITED STATES PROPOSAL." 

2. US FINAL VIEWS ON REFCASE WILL BE DUE NOVEMBER J14TH. 
KATZ 
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